19980108.ba v01_n870.bam.980108 


>From ???@??? Fri Jan 09 01:11:34 1998 

Message-Id: <199801081957 .NAA19361@sco.theporch. com> 
Date: Thu, 8 Jan 1998 13:57:26 CST 

Subject: BOATANCHORS digest 1870 


BOATANCHORS Digest 1870 


Topics covered in this issue include: 


1) 
2) 
3) 
4) 
5) 
6) 
7) 
8) 
9) 

10) 

11) 

12) 

13) 

14) 

15) 

16) 

17) 

18) 


19) 


Phoenix AZ BA Tour 

by provero@connix.com 

Crystal for calibrator 

by DCrespy <DCrespy@aol.com> 

Pentode Regen Article Wanted 

by Mike Maloney <ac5p@ionet.net> 

cleaning the front panel. 

by "David L. Thompson" <thompson@mindspring.com> 
RE: Seiberling radios..and tires in BA 1868 
by "Herbert M. Rosenthal" <herbrose@lobo.net> 
Color of HQ170 S-meter 

by "David L. Thompson" <thompson@mindspring.com> 
SRA-22 WTD 

by "Jay H. Miller" <jmiller@teleteam.net> 

Re: Question re SX-73 

by jackiv@juno.com (John M Iverson) 

Re: Embrittlement 

by Dexter Francis <cwest@xmission.com> 

Ft. Myers, Florida Hamfest report 

by "Tom Bridgers" <Tarheel6@classic.msn.com> 
High Voltage Probe FS 

by Larry Boyle <lbkd6wi@jps.net> 

BC-610 parts and other Military junque 

by Kevin Gallagher <wire2liv@gomontana.com> 
Re: HQ-129X Questions 

by Henry van Cleef <vancleef@netcom.com> 

Re: TEK 545B scope parts 

by w7ni@teleport.com (Stan Griffiths) 
HQ170A-VHF S-Meter/cleaning 

by "David L. Thompson" <thompson@mindspring.com> 
WTB G-66B;G77A+ 3Way P/S 

by WB9IOG <WB9TOG@revealed.net> 

Re: BC-610 parts and other Military junque 
by Stanley Wilson <microres@crl.com> 

Re: ART-13 question; 

by Paul Bernhardt <bern@ppdu.nrl.navy.mil> 
NIB Marconi RK-60 Tubes....Cheap!! 


by "Robert S. Ross" <radiorob@serix.com> 
20) Pomona Hamfest January 17th. 

by Hal Waite <halwaite@sprintmail.com> 
21) 1998 San Antonio, Texas Swap Meet 

by rblank@texas.net (Rick Blank, KI5SL) 
22) Re: High Voltage Probe FS 

by Richard Loken <richardlo@devax.admin.athabascau.ca> 
23) HP 606A/B Wanted 

by Jim Hill <jshillw6ivw@earthlink.net> 
24) Royal Airforce Tubes for Sale...... 

by "Robert S. Ross" <radiorob@serix.com> 
25) Re: Regenerative Rcvr Detectors 

by FRANKK6NL <FRANKK6NL@aol.com> 
26) Tube Shields 

by Bill Riches <richesb@algorithms.com> 
27) BC221/TS323 

by BEN NOCK <G4BXD@compuserve.com> 
28) Richmond VA Frostfest get-together 

by Nick England <nick@cs.unc.edu> 
29) Re: Measuring microwave EHT 

by Bill Jarvis <B.H.Jarvis@hw.ac.uk> 
30) Re: Royal Airforce Tubes for Sale...... 

by Bill Jarvis <B.H.Jarvis@hw.ac.uk> 


Date: Wed, 07 Jan 98 21:02:58 -0500 

From: provero@connix.com 

To: boatanchors@theporch.com 

Subject: Phoenix AZ BA Tour 

Message-ID: <199801080204.VAA28425@comet.connix.com> 


I'm headed out to Phoenix AZ next week for the weather head convention 
(American Meteorological Society). 


AES and Apache Surplus are on my list of "must see" spots. 
Any other places I need to consider? 


P.J. "Josh" Rovero home: provero@connix.com 
Meteorologist radio: KK1D 

Oceanographer work: rovero@sonalysts.com 
Curmudgeon-at-Large web: http: //www.connix.com/~provero/ 


Date: Wed, 7 Jan 1998 21:10:02 EST 


From: DCrespy <DCrespy@aol.com> 

To: hallicrafters@qth.net, boatanchors@sco.theporch.com 
Subject: Crystal for calibrator 

Message-ID: <3713ed5b.34b4357b@aol. com> 


Can anyone help on a source for a reasonably priced crystal for a 100kc 
calibrator. I am building one to replace the missing one in my SX-100, have 
all the parts except the crystal for the plug-in replacement. I have sockets 
for most case configurations. 


Help?? 


Harry KG5LO 
Saline MI 


Date: Wed, 7 Jan 1998 20:38:45 -0600 (CST) 

From: Mike Maloney <ac5p@ionet.net> 

To: boatanchors@theporch.com 

Subject: Pentode Regen Article Wanted 

Message-ID: <199801080238.UAA17224@mail.ionet.net> 


Happy New Yr and greetings all, 


Am looking for reference (poss QST) describing a "modern regenerator" 
circuit yet using 4 "older" octal tubes: 6SK7 RF, 6SJ7 DET, 6SQ7 1st AF, 
6SN7 PA/xtal marker osc. 


Does this jog anyones memory. 
Thanks es 73, 


Mike 


Date: Wed, 7 Jan 1998 22:04:08 -0500 (EST) 

From: "David L. Thompson" <thompson@mindspring.com> 

To: boatanchors@theporch.com 

Subject: cleaning the front panel. 

Message-ID: <1.5.4.16.19980107230548 .2c3f£7ed4@pop.mindspring. com> 


I just received an HQ170A-VHF. The front panel needs cleaning as do the 
knobs. I lost most of my e-mail archives and need a simple solution for 
proper cleaning that does not damage the finish. Please reply by e-mail 
as this has been kicked around enough on the reflector. 


Dave K4JRB 
thompson@mindspring.com 


Date: Wed, 07 Jan 1998 20:05:18 -0700 

From: "Herbert M. Rosenthal" <herbrose@lobo.net> 

To: BoatAnchors <boatanchors@theporch. com> 

Subject: RE: Seiberling radios..and tires in BA 1868 
Message-ID: <34B4426D.18CO0@lobo.net> 


Can't help with the radio, but: 
Logo for Seiberling was a pair of checkered flags, as in racing. 


Logo with child in Dr Dentons ('jammies), holding a candle was Fisk 
tire..their motto was, ‘time to retire'...get it? 


Thought it imperative to present this info. 


Herb Rosenthal W5AN 


Date: Wed, 7 Jan 1998 22:08:57 -0500 (EST) 

From: "David L. Thompson" <thompson@mindspring.com> 

To: boatanchors@theporch.com 

Subject: Color of HQ170 S-meter 

Message-ID: <1.5.4.16.19980107231037 .36a7816a@pop.mindspring.com> 


I have owned many Hammarlund receivers and have only seen either "very 
white" or dirty white S-meters. The new one I have is very yellow. Is this 
natural or just discolored. It is a HQ170A-VHF that appears to have been 
circa 1971. 


73, Dave K4IJRB 


Date: Wed, 7 Jan 1998 21:36:40 -0500 

From: "Jay H. Miller" <jmiller@teleteam.net> 

To: boatanchors@theporch.com 

Subject: SRA-22 WTD 

Message-ID: <103110700b0d9ec17ab71@[199.34.24.10]> 


Anyone out there have any SRA-22s they'd like to part with? 


KARR RR THAAARAARAARAARAAHE ak KKK KARE 
Jay H. Miller, KK5IM Dallas, Texas 
The Pocket Guide to Collins Amateur Radio Equipment 
AMI4846 Collins Collectors Association 
E-Mail: jmiller@teleteam.net 
Visit My Home Page: http://www.teleteam.com/~jmiller/ 
xxk*x*xx Proud to be 100% Macintosh since 1984! xxxxx 


Date: Wed, 7 Jan 1998 21:31:02 CST 

From: jackiv@juno.com (John M Iverson) 

To: WJoeW@aol.com 

Cc: boatanchors@theporch.com 

Subject: Re: Question re SX-73 

Message-ID: <19980107.214219.3638.1.jackiv@juno.com> 


normal 
Jack Iverson KOEWU jackiv@juno.com RCA , QCWA, ARCI, IEEE LM, 
ARRL- 

jackiv@starnet.net.com AMI 
645 jack's wizard works 


On Wed, 7 Jan 1998 16:03:56 EST WJoeW <WJoeW@aol.com> writes: 

>I just acquired an SX-73. The dial bezel is brown and the rest of the 
>receiver is gray. Is this weird, or is this normal? 

> 

>Joe 

>W5WBR 


Date: Wed, 07 Jan 1998 20:49:52 -0700 
From: Dexter Francis <cwest@xmission.com> 
To: boatanchors@theporch.com 

Subject: Re: Embrittlement 

Message-ID: <34B44CDF.65FE@xmission. com> 


There are a number of things that cause embrittlement. 
In low carbon steels, simple deformation can cause strain age 


embrittlement. Once the metal is bent, just sitting at room temperature 
will cause it to become more brittle over time. Typically embrittlement 


will set in within a year. At higher temperatures (400 degrees F) , it 
can set in within minutes. 


There are several types of embrittlement in steels: 


Strain-age 

Quench-age 

Blue 

Temper 

500 degree 

Sigma phase 
Graphitization 
Intermetallic compound (in galvanized steel) 
Neutron bombardment 
Hydrogen 

Stress corrosion cracking 
Liquid Metal 


The bottom line is that the crystal structure of the metal determines 
the strength and therefore the hardness. When a metal is too hard we 
call it brittle. Impurities in the metal migrate to the crystal 
boundaries and impact the mechanical properties of the metal. This 

is part of the reason why the solder in your favorite boatanchor 
eventually fails and gives you cause to touch up all those 50 year old 
joints. (The radio's joints, not yours!) 


-df 


Need to Buy or Sell Tubes, Parts or BA Gear? 
Visit our Web site at http://www. xmission.com/~cwest/ 
e-mail to: tubes@usa.net -or- cwest@xmission.com 
P.O. Box 22443, Salt Lake City, Utah 84122 


Date: Thu, 8 Jan 98 03:59:26 UT 

From: "Tom Bridgers" <Tarheel6é@classic.msn.com> 

To: boatanchors@theporch.com 

Subject: Ft. Myers, Florida Hamfest report 

Message-ID: <UPMAILO9.199801080406410256@classic.msn.com> 


Stopped by around 8am on Sat, Jan 3rd to attend the hamfest. Was expecting, 
given the size of Ft Myers and that this was a 2-day event, a large crowd. 
However, I would guess no more than a hundred, maybe fewer people, attended on 
Saturday morning. On the other hand, they had the local TV station covering 
the event... Go figure... 


The prize item I missed by a cat's whisker was a Collins 5134 in excellent 
condition, complete with original cabinet and Collins speaker -- all for $250. 
I couldn't believe it. No sooner had the guy pulled up, than a dealer was 
all over him and purchased it before it was out for display... 


Other items offered by tailgaters: 


Drake 2B with speaker .... $150 

Johnson Viking 250Watt Matchbox w/coupler .... $125 
Viking II in bad condition .... $50 

Heath VTVM Model 18 ..... $5 

LS-166 speaker .............. $1 

3-Receiver Command Set rack .... $20 

Two Command Tx's, 3-4 Mhz and 7-9Mhz, in rack .... $20 
BC-348 Q and R ..... cee eee eee $50 ea 

3 Bud plug-in coil forms ...... $ 1 ea (vintage 1940's) 


No R-390 or R-390A parts or sets. Did find one crystal oven, however, for $1 
(without the 17Mhz or 200Khz crystals)! 


Looking around the crowd, there were the usual offerings of parts, power 
supplies, knobs, and capacitors..., including computer motherboards and 
related gear. 


Several home made transmatches (with excellent craftsmanship) were offered 
ranging from $125 to $150. None of them sold while I was there. 


A bunch of old Tx tubes, such as 304TL's, 250TH's, etc... 


From my experience, these are the kind of hamfests where you can find some of 
the better bargains. 


The dealers inside were selling mostly current or near current SS HF and VHF 
gear... Others had mostly Radio Shack type plugs and stuff. One dealer had a 
bunch of tubes at $3 ea. and higher. Seemed a little high, to me. 


A nice event... ‘friendly people and well organized. 
73's, 
-tom 
p.s., The command sets and racks, the IM-18, and the LS-166 followed me home! 


Date: Wed, 07 Jan 1998 21:18:50 -0800 

From: Larry Boyle <lbkd6wi@jps.net> 

To: Boatanchors list <boatanchors@theporch.com> 
Subject: High Voltage Probe FS 

Message-ID: <34B461BA.E128A0CB@jps.net> 


For someone that would like to measure up to 40KV with their 
DVM. I have a NEW in the sealed package, FLUKE 80K-40 

High Voltage Probe for sale. $70 including shipping or make 
me a offer. You can really tune up the Linear PS with this. 
Cheers Larry B. 


Date: Wed, 07 Jan 1998 23:52:33 -0700 

From: Kevin Gallagher <wire2liv@gomontana.com> 

To: "boatanchors@sco.theporch.com" <boatanchors@sco.theporch.com>, 
milcomm@qth.net 

Subject: BC-610 parts and other Military junque 

Message-ID: <34B477B0.304DBA2D@gomontana. com> 


Gentlemen, I have found a small stock of BC-610 parts scattered among 
about 200 Old cardboard boxes in a shed. If you have any need for 
specific 610 parts and patience, I may be able to find what you need. 
There were also 3 tuning units but I neglected to note the #'s. Also 
found 2-BX-8's for BC-191 xmitting tubes. Have the following for sale or 
trade, 1-LM-13, xtal calibrated frequency indicator, 1- R-13B receiver, 
and an assortment of obscure Amphenol connectors ( let me know what you 
need, we may get lucky!) Available for postage are Centerlab phenolic 
rotary switch sections NIB, once again let me know your needs. A great 
day to all, Kevin. 


Date: Thu, 8 Jan 1998 00:14:39 -0700 (MST) 

From: Henry van Cleef <vancleef@netcom. com> 

To: wally@mindy.sys.sdl.usu.edu 

Cc: boatanchors@theporch.com 

Subject: Re: HQ-129X Questions 

Message-ID: <199801080714. XAA23755@netcom14.netcom. com> 


As Wally Gibbons discourses 


> 
> Just had my "loaner" 129 returned to me, and nows the time to do an electrical 

> restoration on it. The previous owner had removed the 6K8 and put in a miniature 
> 6X8 in it's place. This must have been a common mod as this is the second one 

> I've had with this modification. I've got that put back to stock with a 6K8, but 
> I found that all the IF tubes and the RF amp are now 6AC7's!! 

> 

> 


Why would anyone do that? Perhaps more gain, or performance on 15 or 10 meters? 


> 

> 

Whew! My initial reaction to this is one of horror. A few points to 
consider: 

1. 6AC7 (like 6SJ7) are sharp cutoff tubes. Bad news in AVC and 
variable grid bias gain control circuits. You want remote cutoff 
tubes here. Hammarlund sets have plenty of IF stages to allow 8 tuned 
circuits in the IF, so IF gain is not a problem. 6SK7's are pretty 
much a plug-n-play substitute for 6SS7 if you have enough power to run 
300 ma. heaters instead of 150. Make sure that the screens are at 100 
volts and that the initial (cathode) bias is 3 volts referenced to the 
grids with zero signal, and you've got a good setup. 


2. Replacing a local oscillator and mixer in an existing design is 
loaded with raw heart. Are you going to get oscillator tracking? You 
can do some serious bench work getting this right, and may end up 
having to pad something such that the preprinted dial isn't correct 
when the tracking is. You can also vary the oscillator plate voltage 
to change tracking, but will need to adjust the grid leak and coupling 
between oscillator output and converter oscillator input. 


3. Conversion transconductance (book value) for a 6X8 is about six 
times that for a 6K8. That spells lots of noise. You will need to 
increase the gain of the RF stage by about the same amount to work out 
to the same noise figure, which points to something like a 6BJ6 here. 
That's got about 5X gain over a 6SS7. Plan on putting in parasitic 
suppressors everywhere----and troubleshooting parasitics anyway. 


The 6K8 is a fairly good toob to begin with. Remember that RCA 
hatched it to solve some of the major problems in 6A7/6A8 circuits 
below 40 meters. Conversion transconductance is not particularly 
high, but noise is not particularly high, either----and you've got 
plenty of gain in the IF. A better all-in-one toob is the 7S7, which 
has double the conversion transconductance. It has a reversed grid 
layout from all of the other American design toobs (6A7, 6SA7, 6K8, 
etc.) which may (or may not) give you a few fits, but with that loctal 
base, it is a solid toob down to 6M, maybe beyond. It is a jim-dandy 
substitute for 6J8 and 737, which have the same grid configuration, 
and the oscillator triode is quite flexible. An ideal toob to put in 
front of it in place of the 6SS7/6SK7 is a 6SG7, which has more gain, 
so will overcome noise. You will want to try various screen voltages 
on the RF preamp to see which gives you a good noise figure. Dropping 
the voltage some generally helps. Make sure you start with an 
appropriate initial bias (about -1 to -1.5 volts on 6SG7). Also note 
that the suppressor and cathode are tied together internally. The 
6AB7 will give about the same perfomance, and don't have suppressor 
and cathode tied inside, but I'd go for the 6SG7 and rewire the 
suppressor if needed. 


For AVC, you'll want some control authority with the RF preamp and the 
IF's. For stability, don't connect AVC to the mixer----run that 
fixed-bias. A 6SG7 in place of a 6SK7 in the RF preamp is an easy AVC 
switch----its transconductance goes down a lot faster with increasing 
bias. 


If you need more AVC volts per microvolt of input signal, use a 100 
p£. cap from the last IF plate to a diode (1N34, 1N914). Texman shows 
suitable circuits, also Langford-Smith, and discuss pros and cons of 
this loading on the last IF. On a 2-3 IF stage set, this generally 
does not present much of a problem. The plus is that most of these 
sets have 2:1 stepdown in each IF, so you are starting with double the 
RF voltage to this separate detector. You may need a smaller 
cap---remember, that it is across the IF coil in an AC analysis, and 
will detune the IF as well as load it. 


Next, 6SS7's are a little rare in the shack. I've got lots of 6SK7's. They 
close enough? Or is the 6SS7 worth getting to put the radio back to original 
condition? 


VV VV Vv 


If it were my radio, I'd put it back the way Hammarlund made it. 
Remember, somebody put a lot of time into bench-engineering that 
design, and if you are going to do much tampering with it, you are 
going to make a mess out of things. 6SK7's for the 6SS7's are OK as 
long as the power transformer doesn't get too hot, but I wouldn't fool 
around with things like 6X8's in this set. It would be easier to 
design a set around that toob from scratch rather than try to adapt it 
to an existing design, particularly one like Hammarlund's HQ which has 
plenty of other circuits to consider if you try to change it. 


Date: Thu, 8 Jan 1998 00:21:57 -0800 (PST) 

From: w7ni@teleport.com (Stan Griffiths) 

To: Steve Kulick <skulick@scic.intel.com> 

Cc: boatanchors@theporch.com, prp@hf.intel.com 
Subject: Re: TEK 545B scope parts 

Message-ID: <199801080821.AAA22100@mail1.teleport.com> 


> 
>Any ideas? 
> 


>e------- Start of forwarded message ------- 

>Date: Mon, 05 Jan 1998 09:17:28 -0800 

>From: Paul Pierce <prp@hf.intel.com> 

>Reply-To: prp@hf.intel.com 

>Mime-Version: 1.0 

>To: Steve Kulick <skulick@scic.intel.com> 

>Subject: Re: TEK 545B scope parts 

> 

>Steve, 

> 

>> My 1960's era scope high voltage transformer has died. 

>> Do you know where I might look for an old one to cannibalize? 

> 

>Bummer. This being the land of Tek, there are lots of folks with 545's 
>around but you don't see them for sale so much any more. Paxton Hoag is 
>an electronic surplus dealer who is open for a couple weekends in a row 
>every couple of months, he advertises in the paper just before he's 
>about to be open. He may have a 545 and he does have a 547 which needs 
>work but has high voltage - its a better scope but same nostalgia value, 
>if you bought it you might want to fix the 547 and keep your 545B for 
>spares. Or, Stan Griffiths <w7ni@teleport.com> wrote a book on old Tek 
>scopes which you might still be able to find and he has the best 
>collection in town, he might have info for you. 

> 

>Paul 


Hi Paul and Steve, 


A 545B is well worth putting back into working condition. Unfortunately, 
the HV transformer in a 545 or 545A will not work in a 545B. The 545B uses 
the same HV transformer as a 543B, 544, 546, or 547 so you might be able to 
scrounge one out of one of those scopes if you can find a parts unit. 


You need to consider that all of the HV transformers used in all 543B, 544, 
545B, 546, and 547 scopes were prone to failure after several decades (right 
about now). They were potted with a material that becomes lossy with age 
and the transformer tends to heat up and eventually cause failures in 
several different ways. The real solution is to have the transformer 
rewound by the following guy: 


Bill Schell, AA4AY 
10102 Winder Trail 
Orlando, FL 32817 
Phone: (407) 282-4289 


Sorry, I don't know Bill's email address or if he even has one. 


I think it will cost in the range of $50 to have it rewound but you really 
need to get that number from Bill himself. I have installed one that he 
rewound for a friend of mine in his 547 and it worked out real well. 


The problem with getting one from a parts unit is that it, too, may need to 
be rewound soon . 


Stan w7ni@teleport.com 


Date: Thu, 8 Jan 1998 09:52:57 -0500 (EST) 

From: "David L. Thompson" <thompson@mindspring. com> 

To: boatanchors@theporch.com 

Subject: HQ170A-VHF S-Meter/cleaning 

Message-ID: <1.5.4.16.19980108105439 .Qacff2aa@pop.mindspring.com> 


Thanks for the many replies. Seems the S-meter may be the orange (??) they 
used in 1970-1. I have a HQ110 with the yellowed meter (was white) and the 
170 meter looks totally different. BTW: 99% were white, next were several 
hundred (all types 145/180/170) that were orange, a few were also clear or 
black...these were mostly delivered to commercial/DOD customers. 


I have 20 replies on cleaning the front cover....just need the time to get 
started. Seems 409 cut with water, goop, white hand cleaner, or virtually 

any household cleaner mixed with water and household ammonia will do the 

job. Most agree that the front panel is not a polished type so lay off the wax. 


73, Dave K4IRB 


Date: Thu, 08 Jan 1998 09:19:07 -0800 

From: WB9IOG <WB9TOG@revealed.net> 

To: boatanchors@theporch.com, gonset@qth.net 
Subject: WTB G-66B;G77A+ 3Way P/S 
Message-ID: <34B50A8B.C11@REVEALED.NET> 


Posting for a friend. 
They are looking for a bit of nostalgia. = 


Units should be in operating condition as I have little time 
for restoration work. = 


Advise via e mail particulars and will get in touch with = 


buyer K=D8SRL son of my pal K=D8SVZ Bob Ward in Davenport Ia 
Mike Souhrada 
Le Claire, Ia 


Date: Thu, 8 Jan 1998 08:09:28 -0800 (PST) 

From: Stanley Wilson <microres@crl.com> 

To: Kevin Gallagher <wire2liv@gomontana.com> 

Cc: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: BC-610 parts and other Military junque 

Message-ID: <Pine.SUN.3.91.980108080731.20908A-100000@cr16.crl.com> 


Wanted: cable connectors 
I am looking for AMP size 14 cable connectors. Need the following: 


- back shells for size 14 
- AMP size 14 2 pin female 
AMP size 14 2 pin male 

- AMP size 14 3 pin female 
- AMP size 14 3 pin male 


PRPRRN 
! 


de stan akOb 
microres@crl.com 


Date: Thu, 8 Jan 1998 11:17:47 -0500 (EST) 

From: Paul Bernhardt <bern@ppdu.nrl.navy.mil> 

To: John J Mccarty <jmccarty@lucent.com> 

Cc: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: ART-13 question; 

Message-ID: <Pine.A32.3.91.980108111625 .29717B-100000@ppdu.nrl.navy.mil> 


John, 

Please me a self addressed (9x12 inch) envelope with $2 postage 
attached and I will send you a xerox copy of two ART-13 conversion 
articles with power supply details. 

Sincerely, Paul Bernhardt 


Work:P.A. Bernhardt Home: Paul Bernhardt, KF4FOR 
Code 6794 5704 Ridge View Dr. 
Naval Research Laboratory Alexandria, VA 22310 
Washington, DC 20375 

Tel: 202-767-0196 703-960-9656 


FAX: 202-767-0631 


On Tue, 6 Jan 1998, John J Mccarty wrote: 


Art-13 folk; 


To what pins on the connector on the 
side of the art-13, which U7 plugs into, do 
I put the voltages (24, 450, 1120)???. Connector 
is also know as J108??? 


John McCarty 
n9hrt 
jmccarty@lucent.com 


VV VV VV VV VV VV VV VV VOM 


Date: Thu, 8 Jan 1998 11:44:04 GMT 

From: "Robert S. Ross" <radiorob@serix.com> 

To: boatanchors@sco.theporch.com 

Subject: NIB Marconi RK-60 Tubes....Cheap! ! 
Message-ID: <3.0.16.19980108112115 .23174f£f6@serix.com> 


Hello: 


I have 9 Marconi RK39 Tubes. These are New in Original Red/Black 
Marconi Boxes.These are larger sized 4 Pin Tubes....Made in CANADA. 
I believe these are transmitter tubes ....but I don't know what they 
are used in....... 


PRICE for all 9 Tubes........... $20.00 USA + Shipping. 
Please Email me direct at...... radiorob@serix.com to reserve these 
tubes. 


Regards........ ROB VA3SW 


Date: Thu, 08 Jan 1998 08:40:21 -0800 
From: Hal Waite <halwaite@sprintmail.com> 
To: Boatanchors <boatanchors@theporch.com> 
Subject: Pomona Hamfest January 17th. 
Message-ID: <34B50175.35F2@sprintmail.com> 


Am I correct that this hamfest is still scheduled (although it will 
perhaps be the last)? Thanks. 


Hal K3AB/7 


Date: Thu, 08 Jan 1998 16:56:31 GMT 

From: rblank@texas.net (Rick Blank, KI5SL) 

To: boatanchors@theporch.com 

Subject: 1998 San Antonio, Texas Swap Meet 
Message-ID: <34b704cb.36850142@news.texas.net> 


The San Antonio Radio Club is presenting it's 1998 Swapfest on January 
10, 1998. 

It will be held at the "Country Gold" dance hall at 7405 Old Pearsall 
Road. Old Pearsall Road is west of IH35 south of San Antonio off of 
Loop 410. Exit onto Loop 410 from IH35 south of San Antonio and go 
west on 410. 


Take the Pearsall Road exit and go left or south approximately 
1.7 miles to "Country Gold." 


Tables: $6.00 
Admission: $3.00 


Setup begins at 7:00 AM, doors open to the public at 8:00 AM. 


There will be hourly door prizes, Preregistration and Grand Prizes 
given away at the fest... 


For more info, e-mail swapfest98@juno.com or call Royce (KA50HJ) at 
210-680-0432 


Thanks and hope to see you there! 


Rick, KI5SL 


Date: Thu, 08 Jan 1998 10:12:26 -0700 (MST) 
From: Richard Loken <richardlo@devax.admin.athabascau.ca> 
To: Larry Boyle <lbkd6wi@jps.net> 
Cc: Old Tube Radios <boatanchors@theporch.com>, 
~richardlo@devax.admin.athabascau.ca 
Subject: Re: High Voltage Probe FS 
Message-ID: 
<Pine.PMDF.3.95.980108100753 .541065806A-100000@devax.admin.athabascau.ca> 


On Wed, 7 Jan 1998, Larry Boyle wrote: 


> For someone that would like to measure up to 40KV with their 
> DVM. I have a NEW in the sealed package, FLUKE 80K-40 
> High Voltage Probe for sale. $70 including shipping or make 


> me a offer. You can really tune up the Linear PS with this. 
TAT AV AV AVAVATAVAVATATATATATA TATA TATA TATA TATATATATATATATATATATATATATATATATATATATATATATATATATAS 


Possibly not. Many of these probes (like the one Simpson sell for the 260) 
are intended only to measure low current high voltage supplies like CRT anodes. 


The anode voltage in a linear or a microwave oven is not low power and must be 
measured with extreme caution and the right instruments. Read the manual for 
the probe before you use it. 


My chance to pontificate on the ever popular safety topic. 


Richard Loken VE6BSV, Systems Programmer - VMS 
Athabasca University 

Athabasca, Alberta Canada 

xx richardlo@admin.athabascau.ca xx 


Date: Thu, 08 Jan 1998 09:08:08 -0800 

From: Jim Hill <jshillw6ivw@earthlink.net> 

To: boatanchors@theporch.com 

Subject: HP 606A/B Wanted 

Message-ID: <3.0.3.32.19980108090808 . 006e6074@earthlink.net> 


Someone said they had a working HP 606 A or B for sale. I can't find the 
message, now that I'm ready to respond. If it is still available, please 
contact me. 


Date: Thu, 8 Jan 1998 12:46:27 GMT 

From: "Robert S. Ross" <radiorob@serix.com> 

To: boatanchors@sco.theporch.com 

Subject: Royal Airforce Tubes for Sale...... 
Message-ID: <3.0.16.19980108122325 .09af527e@serix.com> 
Hello: 

I have a set of 6 British Royal Airforce Tubes for Sale. These are 
used Tubes...untested. They are very clean with all original markings. 
The 6 tubes include the following........ 

Brimar 101/9D2/10E11095 

VR106/9/10E11095/NAPL102 

VR107/ 2/ 10E11097/NAPL102 

VR106/9/10E11095/NAPL102 

VR108/10E11096/STCC101 

Brimar 101/9D2/10E11095 

Each tube has it's own White Porcelin Socket which is numbered V1 to 
V6. The tubes and sockets are 7 Pins. I believe this was actually a 
spare set of tubes that was carried for their Receivers. These are 
circa 1938??? 

PRICE for set of Tubes............ $25.00 USA Postpaid in USA/CANADA 
Please email me direct at...... radiorob@serix.com to reserve 


these tubes. 


Thanks...Regards...ROB. 


Date: Thu, 8 Jan 1998 12:44:10 EST 

From: FRANKK6NL <FRANKK6NL@aol . com> 

To: boatanchors@theporch.com (multiple recipients of list) 
Subject: Re: Regenerative Rcvr Detectors 

Message-ID: <dc284d41.34b5106a@aol. com> 


The article I referred to in my recent note on this subject was published in 
QST in 
September of 1992. The rcvr used two 6GH8s with the pentode sections as RF 
amplifier and Detector and the triodes as a two stage audio amplifier. Very 
good article with a lot more in it on regenerators in general than just the 
Ircvr. 

Frank K6NL 


Date: Thu, 08 Jan 1998 12:52:33 -0500 
From: Bill Riches <richesb@algorithms.com> 
To: boatanchors@theporch.com 

Subject: Tube Shields 

Message-ID: <34B51261.390E@algorithms. com> 


Greetings - anyone know of a source for 7 @ 9 pin black IERC type tube 
shields as used in R390 type recievers. Also a phone number for C@H 
Surplus or Radio. 


Thanks, 


Bill Riches 
Cape May, NJ 


Date: Thu, 8 Jan 1998 13:00:57 -0500 

From: BEN NOCK <G4BxXD@compuserve.com> 

To: Multiple recipients of 1 <boatanchors@sco.theporch.com> 
Subject: BC221/TS323 

Message-ID: <199801081301_MC2-2E91-3864@compuserve. com> 


I have these, several BC221's, a TS175-U and a TS323-UR. = 
They all work real well. 


Very rarely see them with the canvas covers over here though 
aso if anyone see any covers, let me know. 


Ben G4BxXD. 


=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D= 
=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D= 
=3D 
COLLECTOR OF MILITARIA, RADIOS, WEAPONS, UNIFORMS 

North Worcestershire, England, U.K. 
Member: MWARS, SRS, WWII Soc, RSGB, 39/45 Group, 
=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D= 
=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D= 


Date: Thu, 8 Jan 1998 13:22:51 -0500 (EST) 

From: Nick England <nick@cs.unc.edu> 

To: boatanchors@theporch.com 

Subject: Richmond VA Frostfest get-together 
Message-ID: <199801081822 .NAAO8897@altair.cs.unc.edu> 


How about a gathering of the faithful at the upcoming (Jan 18th) 
Richmond, VA Frostfest ?? Say 10:30 AM at the right rear corner of the 
building ? Come say hello to your fellow comrades-in-tubes. 

We'll be holding up a big yellow "Boatanchors!" banner. 

Boatanchor spotter's net at the fest - 147.42 mc FM simplex. 


73 & Have Fun, 
Nick England KD4CPL nick@cs.unc.edu Univ. O£ North Carolina 
http: //www.cs.unc.edu/~nick Chapel Hill NC 


Date: Thr, 08 Jan 1998 19:53:13 +2400 

From: Bill Jarvis <B.H.Jarvis@hw.ac.uk> 

To: richardlo <richardlo@DEVAX.ADMIN.ATHABASCAU.CA> 
Cc: boatanchors <boatanchors@theporch.com> 

Subject: Re: Measuring microwave EHT 

Message-ID: <199801081953.TAA15396@punt1.hw.ac.uk> 


On 1998-01-08 richardlo@DEVAX.ADMIN.ATHABASCAU.CA said: 
ri>On Wed, 7 Jan 1998, Larry Boyle wrote: 
ri>> For someone that would like to measure up to 40KV with their 


ri>supplies like CRT anodes. The anode voltage in a linear or a 
ri>microwave oven is not low power and must be measured with extreme 
ri>caution and the right instruments. Read the manual for the probe 


Wanting to measure the oven magnetron working voltage, I used a 1950s 
Rank TV EHT meter. Had to locate it firmly in a plastic box, though, and 
use dodgy floating leads with croc clips, and switch on from a safe 
distance! 


I have two oven transformers available for anyone wanting to use them 
for a final. Approx 1.25 kV on almost 1 A load. Don't try this at 


Incidentally the magnetron uses as its EHT the reverse voltage across a 
half wave diode which goes in series with the transformer secondary, and 
a fat EHT capacitor. Altogether very nasty. 


Bill, aka maestro@cix.co.uk. 
GM8APX, qthr=No 6, EH4 6JY==Cave felem==No Rectangulars=Ikke Hawkering 


Mores puerorum se inter ludendum detegunt 


Net-Tamer V 1.10 - Registered 


Date: Thr, 08 Jan 1998 19:53:18 +2400 

From: Bill Jarvis <B.H.Jarvis@hw.ac.uk> 

To: radiorob <radiorob@serix.com> 

Cc: boatanchors <boatanchors@theporch. com> 
Subject: Re: Royal Airforce Tubes for Sale...... 
Message-ID: <199801081953.TAA15399@punt1.hw.ac.uk> 


On 1998-01-08 radiorob@serix.com said: 
ra>V6. The tubes and sockets are 7 Pins. I believe this was actually a 
ra>spare set of tubes that was carried for their Receivers. These are 
ra>circa 1938??? 
ra>PRICE for set of Tubes............ $25.00 USA Postpaid in USA/CANADA 
ra>Please email me direct at...... radiorob@serix.com to reserve 
ra>these tubes. 
ra>Thanks...Regards...ROB. 


I'm exRAF so curious. VR106=9D2, 107=15D2, 108=8D2. 
15D2 is frequency changer heptode, 9D2 is variable mu pen, 8d2 isn't. 
All heaters 13 V 0.2 A. Shout if you want full details. 


Bill, aka maestro@cix.co.uk. 
GM8APX, qthr=No 6, EH4 6JY==Cave felem==No Rectangulars=Ikke Hawkering 


Aiunt multum legendum esse, non multa 


Net-Tamer V 1.10 - Registered 


End o£ BOATANCHORS Digest 1870 
KAKKKKKKKKKKKK KAKA KAKA K KK 


